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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 080362 

73 

ORIGIN XMB-07 

INFO OCT-01 NEA-10 ADP-00 EB-11 AID-20 CIAE-00 COME-OO 
FRB-02 INR-10 NSAE-00 RSC-01 TRSE-00 OPIC-12 CIEP-02 
LAB-06 SIL-01 OMB -01 SS-15 NSC-10 EUR-25 DODE-OO /134 R 
66634 

DRAFTED BY: XMB: T. E. MORAN 
APPROVED BY: EB/ OCA/ REP: LHPOMEROY 
AMB: C. E. HOUSTON/ DON BOSTWICK 
EB/ IFD/ ODF: TCSCHAFFER NEA/ IAI: J. DEAN 

055247 

R 272335 Z APR 73 
FM SECSTATE WASHDC 
TO AMEMBASSY TEL AVIV 

UNCLAS STATE 080362 

E. O. 11652 N/A 

TAGS: EAID, BEXP, IS 

SUB J : ISRAEL ELECTRIC GENERATORS 

REF: TEL AVIV 3269 

1 . EXIM SEEKING LEARN TERMS OFFERED BY BRITISH. 

2. SINCE WE WERE NOT APPROACHED WE NEVER DID OFFER ANY 
PARTICULAR TERMS, BUT BELIEVE WE COULD OFFER ARRANGEMENTS THAT 
WOULD BE COMPETITIVE WITH BRITISH TERMS. 

3. WILL REPORT FURTHER AFTER WE LEARN WHAT TERMS BRITISH 
HAVE OFFERED. ROGERS 



UNCLASSIFIED 

NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 APR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE080362 

Document Source: CORE 

Document Unique ID: 00 

Drafter: XMB: T. E. MORAN 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730453/aaaaixyv.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 TEL AVIV 3269 
Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03-Dec-2001 by elbezefj>; APPROVED <08 FEB 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980203 
Subject: ISRAEL ELECTRIC GENERATORS 
TAGS: BEXP, EAID, IS 
To: TEL AVIV 
Type: TE 
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